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FINANCE DEPARTMENT 


NOTIFICATION 


The 24th September , 2013 
S.R.O. No. 712 /2013— In exercise of the powers conferred by Section 6 of the 
Odisha Entry Tax Act, 1999 (Odisha Act 11 of 1999 ), the State Government having been 
satisfied that it is necessary so to do in the public interest, do hereby direct that the 
scheduled goods quantum to the extent of which as specified below which will be procured 
into the local area by the State Pollution Control Board , Odisha, Bhubaneswar (hereinafter 
called the Board ) for statutory activities of the Board as well as for scientific research and 
development (R & D ), shall be exempted from levy of tax under the said Act, subject to 
condition that the Board shall furnish a copy of the certificate in prescribed pro forma as 
appended in the Finance Department Office Memorandum No. 36246 /F ., dated the 20th 
October, 2012 duly signed by the authorized officer of the Board to the Officer in - charge of 
check gate through which the goods enter into the local area and another copy of such 
certificate shall accompany with the consignment during transit. 


SI. No. 


Description of goods 


Quantity 


1 . 


1 set 


1 set 


1 set 


Spare parts for Gas distribution lines 
Dismantling Jobs 

(i) Existing gas panels (C2H2, Argon , N2) 
( ii) Gas panel (Air , N2 , H2) 
( iii) Gas panel (Argon ) 
(iv ) Gas panel ( Air , N2) 
( v ) Ministation (N2,H2,C2H2,ARGON ) 
(vi) Cylinder brackets 
(vii)Gas manifold with pigtail pipe , 
(viii ) 1/4 & 1/8 S.S gas tube & casing 


1 set 


1 set 


10 Nos . 


5 set 


200m 


2 


2. CASING 


PVC cover for 1/4 & 1/8 S.S tube 


61 m 


3. MOISTURE FILTER 


5 Nos . 


4. HYDROCARBON FILTER 


5 Nos . 


5. OXY FILTER 


5 Nos . 


6. TOGGLE VALVE 


9 Nos . 


7. PRESSURE GAUGE 


18 Nos . 


8.PRESSURE MINIATURE REGULATOR 


9 Nos. 


9. FITTINGS ACCESSORIES 


1 Packet 


2 . 


(i) Testo make Hygrometer with Minmax 10 Nos . 

thermometer (with electronic display ) 


( ii) inter-face (Model- 174 ) 


5 Nos . 


3 . 


Electronic Top Loading (Semi micro ) Balance . 10 Nos . 
Make -Mettler 


Toledo , Model-MS105DU 


[No. 30188 -FIN -CT1 - TAX -0072 /2012 /F .] 

By Order of the Governor 


S. ROUT 


Deputy Secretary to Government 
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